Installation Instructions 
for 386 |VMM 


This product is distributed on one floppy disk. 


To copy the product to your hard disk, run the INSTALL program on 
disk 1. By default, this will install the tools in a \PHAR386 directory 
on your hard disk, with the subdirectories listed below. Always 
install the tools in the same directory used for the 386 | DOS-Extender 
SDK. 


= \PHAR386\BIN 
The VMMDRV.EXF? file. 


@ \PHAR386\EXAMPLES\386VMM 


Example program that causes lots of page faults, and a sample program 
that interprets a page fault log file created with the -PAGELOG switch. 
These example programs require include files and object libraries 
distributed with the 386! DOS-Extender SDK. 


To run the programs, add the BIN directory to the MS-DOS PATH 
environment variable. For example, if you installed the tools on hard 
drive C: and used the default directory name of PHAR386, add 
“C:\PHAR386\BIN” to the “SET PATH=” command in your 
AUTOEXEC.BAT file. 
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